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9005140007 Forwards plant citizens monitoring network rept covering period 900422-
28.No unusual amounts recorded during reporting period.

BAKER.D.M. Three Mile Island Citizen's Monitoring Network. 90/05/04. Document
Control Branch (Document Control Desk). 2pp. 53830:006-53830:009.

V. Operator Examinations

9005080118 Forwards list of individuals no longer assigned to licensed position at
facility.effective 900501.Licensed operator requalification program eliminated since re-
quirement for licensed operators no longer exists.

ROCHE.M.8. General Public Utilities Corp. - GPU Service Corp. 90/05/02. Document
Control Branch (Document Control Desk). 2pp. 53768:329-53768:330.

DOCKET 50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 1

F. Security, medical, emergency & fire protection plans

9005030296 Forwards four telcon records documenting info received by Region II from
concerned !ndividuals re health physics, security.safety concerns & contaminated
matls disposal.for review.EncI withheld (ref 10CFR2.790(a)(6) & (7)).
HERDTAR. Region 2, Ofc of the Director. 90/04/17.  HAIRSTON.W.G. Georgia
Power Co. 3pp. 53718:359-53718:361.

9005010193 Rev 2 Ed 1 to EPIP 73EP-EIP-004-OS, "Duties of Emergency Director." W/
900424 Itr.
HAIRSTON.W.G. Georgia Power Co. 90/04/24. 10pp. 53619:329-53619:338.

9005160020 Forwards Insp Repts 50-321/90-10 & 50-366/90-10 on 900416-20.Viola-
tions noted but not cited.

COLLINS.D.M. Region 2, Ofc of the Director. 90/05/07. HAIRSTON.W.G. Georgia
Power Co. 3pp. 53877:154-53877:165.

-9005160024 Insp Repts 50-321/90-10 & 50-366/90-10 on 900416-20. Violations noted
but not cited.Major areas inspected:maint of emergency response equipment &
facilities.training, augmentation & program changes since Aug 1989 insp.
GOQDEN.A., RANKJN.W. Region 2, Ofc of the Director. 90/05/03. 9pp. 53877:157-
53877:165.

9005230147 Ack receipt of 900507 Itr informing NRC of steps taken to correct violations
noted in Insp Repts 50-321/90-07 & 50-366/90-07.

CLINE.W.E. Region 2, Ofc of the Director. 90/05/16. HAIRSTON.W.G. Georgia Power
Co. 3pp. 53919:012-53919:016.

-9005230150 Forwards response to NRC 900410 Itr re violations noted in Insp Repts
50-321/90-07 & 50-366/90-07.Encl withheld (ref 10CFR73.21).
HAJRSTON.W.G. Georgia Power Co. 90/05/07. Document Control Branch (Document
Control Desk). 2pp. 53919:015-53919:016.

9005240184 Rev 2,Editorial 1 to EPIP 73EP-EIP-005-OS, "On-Shift Operations Person-
nel Emergency Duties." W/900517 Itr.
HAIRSTON.W.G. Georgia Power Co. 90/05/17. 18pp. 53921:315-53921:332.

ML Antitrust correspondence

9005240087 Partial response to FOIA request for documents.Records in Apps A & B
available in PDR.App B records encl.

PHILIPS.J.D. Division of Freedom of Information & Publications Services (Post
890205). 90/03/26. SPECTOR.B.S. Gerst, Heffner, Carpenter & Podgorsky. 9pp.
53909:085-53913:159.

~9005240218 Requests clarification of competitive issues raised re concerns of client.
GILLESPIE.F.P. Program Management, Policy Development & Analysis Staff (Post
870411). 88/07/18. FOGEL.J.C. Duncan, Weinberg, Miller & Pembroke, P.O. (formerly
Duncan, Weinberg & Miller). FOGEL.J.C. Cajun Electric Power Cooperative, Inc. 2pp.
53913:136-53913:159.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipmentSvc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9005030296 Forwards four telcon records documenting info received by Region II from
concerned individuals re health physics, security.safety concerns & contaminated
matls disposal.for review.EncI withheld (ref lOCFR2.790(a)(6) & (7)).
HERDTAR. Region 2, Ofc of the Director. 90/04/17. HAIRSTON.W.G. Georgia
Power Co. 3pp. 53718:359-53718:361.

9005020222 Summary of 900410 meeting w/STS lead plants re several items of mutual
interest.including implementation of Unit 1 amend as follow-on-plant & relationship w/
Unit 2 as lead plant.

MILLER.J.R. Technical Specifications Branch. 90/04/24. CALVO.J.A. Technical Speci-
fications Branch. 3pp. 53716:194-53716:196.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005100175 Forwards Amend 169 to License DPR-57 & safety evaluation. Amend re-
vises Tech Spec Tables 3.2-9 & 4.2-9.

CROCKER.LP. Project Directorate II-3. 90/04/27. HAIRSTON.W.G. Georgia Power
Co. 3pp. 53793:297-53793:309.

-9005100177 Amend 169 to License DPR-57,revising Tech Spec Tables 3.2-9 & 4.2-9.
MATTHEWS.D.B. Project Directorate II-3. 90/04/27. 5pp. 53793:300-53793:304.

-9005100179 Safety evaluation supporting Amend 169 to License DPR-57.
* NRC - No Detailed Affiliation Given. 90/04/27. 5pp. 53793:305-53793:309.

9005030198 Advises that util response to Generic Ltr 83-28,ltem 2.2, Part 2 considered
closed.per NRC issuance of Generic Ltr 90-03 & response to Generic Ltr 83-28 com-
plete.

CROCKER.L.P. Project Directorate II-3. 90/05/01. HAIRSTON.W.G. Georgia Power
Co. 3pp. 53718:113-53718:115.

9005030254 Forwards safety evaluation accepting utii 881122 & 900220 responses to
Generic Ltr 88-11 re existing pressure/temp limits for RCS.per Rev 2 to Reg Guide
1.99.Unit 2 review will be completed per NRC receipt of revised curves.
CROCKER.LP. Project Directorate II-3. 90/05/01. HAIRSTON.W.G. Georgia Power
Co. 3pp. 53718:087-53718:092.

-9005030257 Safety evaluation accepting util 881122 & 900220 responses to Generic
Ltr 88-11 re existing pressure/temp limits for RCS for heatup.cooldown.leak test &
criticality.

*  Office of  Nuclear Reactor Regulation,  Director (Post 870411). 90/05/01. 3pp.
53718:090-53718:092.

9005080183 Provides response to Generic Ltr 89-19, "Safety Implication of Control Sys
in LWR Nuclear Power Plants." Plant procedures address possibility of vessel overfill
events & training alert operators to potential overfills.

HAIRSTON.W.G. Georgia Power Co. 90/05/01. Document Control Branch (Document
Control Desk). 7pp. 53755:353-53755:359.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp, 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

Q. Inspection reports, IE Bulletins & correspondence

9004230527 Forwards Exam Rept 50-321 /OL-90-01 administered on 900228- 0302 for
both units.

PEEBLES.T.A. Region 2, Ofc of the Director. 90/04/10. HAIRSTON.W.G. Georgia
Power Co. 2pp. 53585:243-53586:082.

-9004230534 Exam Rept 50-321/OL-90-01 on 900228-0302 for both units. Exarn
results:applicants passed exams.W/one oversize drawing.

RAPP.C., MUNRO.J.F. Region 2, Ofc of the Director. 90/04/09. 180pp. 53585:245-
53586:082.

9004240437 Forwards Insp Repts 50-321/90-05 & 50-366/90-05 on 900217-0330.Viola-
tions noted but not cited.

HERDT.A.R.  Region 2, Ofc of the  Director. 90/04/10.  HAIRSTON.W.G.  Georgia
Power Co. 3pp. 53595:330-53595:343.

-9004240439  Insp Repts 50-321/90-05 & 50-366/90-05 on 900217-0330. Violation
noted but not cited.Major areas inspected: operational safely verification,maint & sur-
veillance testing observation,ROs.operator reactor events & 10CFR21 followup.
MENNING.J.E., MUSSER.R.A., BRQCKMAN.K.E. Region 2, Ofc of the Director. 90/
04/06. 11pp. 53595:333-53595:343.

9004240409 Ack receipt of 900403 Itr informing NRC of steps taken to correct violations
noted in Insp Repts 50-321/90-02 & 50-366/90-02.

COLLINS.D.M. Region 2. Ofc of the Director. 90/04/13. HAIRSTON.W.G. Georgia
Power Co. 2pp. 53595:356-53595:357.

9004250051 Responds to NRC Bulletin 90-002 re loss of thermal margin caused by
channel box bow.Procedure rev currently in validation process at plant placing cau-
tionary note in procedure for channeling bundles.

HAIRSTON.W.G. Georgia Power Co. 90/04/17. Document Control Branch (Document
Control Desk). 2pp. 53604:026-53604:027.

9004250240 Summary of 900403 meeting w/util in Rockville.MD re status of inservice
insp activities at facility .Agenda & viewgraphs encl.

CROCKER.LP.  Project Directorate  II-3.  90/04/18.  Project Directorate  II-3. 45pp.
53599:278-53599:322.

9004250222 Forwards Insp Repts 50-321/90-04 & 50-366/90-04 on 900226-0302 & 12-
16.No violations or deviations noted.

JULIAN.C.A. Region 2,  Ofc of the  Director.  90/04/19. HAIRSTON.W.G. Georgia
Power Co. 3pp. 53603:325-53603:339.

-9004250224 Insp Repts 50-321/90-04 & 50-366/90-04 on 900226-0302 & 12-16.NO
violations or deviations noted.Major areas inspected:inservice insp observation of work
& work activities & review of radiographs.

COLEY.J.L., CHOU.R., BLAKE.JJ. Region 2. Ofc of the Director. 90/04/10. 12pp.
53603:328-53603:339.

9005020144 Forwards Insp Repts 50-321/90-06 & 50-366/90-06 on 900305-09 & 19-
23,No violations or deviations noted.

JULIAN.C.A. Region 2, Ofc of the Director.  90/04/20. HAIRSTON.W.G. Georgia
Power Co. 3pp. 53670:301-53670:312.

-9005020148 Insp Repts 50-321/90-06 & 50-366/90-06 on 900305-09 & 19-23. No vio-
lations or deviations noted.Major areas inspected: licensee conformace to Reg Guide
1.97 & licensee actions on previous insp findings.

HUNT.M.D., CONLON.T.E. Region 2, Ofc of the Director. 90/04/18. 9pp. 53670:304-
53670:312.gion 1, Ofc of the Director. 198pp. 53725:152-53725:349.
